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more work for the engineer, and unless everything is
compactly arranged the engineer will require an assistant.
With the air pump one man can easily look after the
entire operation with greater satisfaction and with
better results."
The capacities of complete plants built by the Allis-
Chalmers Manufacturing Company will be found in the
table given on page 149, and also in the table on the
folding plate facing page 290. The latter table also
gives fcthe weights and approximate cost, and includes
amongst other information particulars regarding number
of acres of land required for complete plants and yarde,
storage spaces necessary for lumber, creosote and water,
miles of track in yards, and length of loading platforms.